Materials, Supplies, & Cutting Diagram No. 154 


Tri-Frame 

A Top Rail (1) 

B Bottom Rail (1) 

C End Stiles (2) 

D Middle Stiles (2) 

D Back (3) 

• (12) %" Metal Turn Buttons w/Screws 

• (2) D-Rings w/Screws 

• (3) , /s"-thick Glass Panels 

3 A" x4" - 30" Riftsawn Oak (.8 Bd. Ft.) 
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ALSO NEEDED: One 24" x 24" sheet of V 4 " oak plywood 


Mantel Frame 

A Bottom (1) 

B Sides (2) 

C Top (1) 

• (2) #8 x 1 V4" Fh Woodscrews 

• (2) V4"- dia. x 1" Dowels 

• (2)'/s"-thick Glass Panels 


V/ 4 “ x 4“ - 24" Cherry (1 Bd. Ft.) 
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